From: 


Joe Bellino, Chairman Recreation Committee <jdorant(5)moses-ma.ccsend.com> on behalf of Joe Bellino, Chairman Recreation Committee 
<jvitiello@moses-ma.org> 

Wednesday, August 29, 2012 12:25 PM 
Corbett, Kate (DPH) 

GOLF OUTING 

Having trouble viewing this email? Click here 


MOSES Golf OutiHR October 12, 2012 


Dear MOSES membersi 

The recreation committee is offering a golf outing at Kettle Brook Golf Course in Paxton, Ma 
on Friday. October 12, 2012 


The 2012 MOSES golf outing will be held on Friday, October 12th at the Kettle Brook Golf Club located in 
Paxton, MA, 

The format will be a four person team scramble. Form your own team. We have tee times starting at 9am. 
The cost will be $65,00 per person which includes green fees, cart and prizes. Additional info will 
be posted on our website, http://www.moses-ma.org 



The Recreation Committee 


Schedule will be: Tee lime start at 9:00 AM 

Contest: $10,000 hole- in- one/ $1,000.00 for first ball within 6 inches on a select par 3 hole. 
Lunch will be available for purchase in the 19th hole pub after the golf. 


Please detach and Return before October 9, 2012 


Team Listed Below $260.00 per team 


Email address: 


Send Checks to: 


Joseph Bellino 
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